July 17, 2002 


James C. Kisicki, M.D. 

MDS Pharma Services 
621 Rose Street 
Lincoln, NE 68502 

RE: Phillip Morris 

A 12 Month, Randomized, Controlled Study to Evaluate the Exposure to Smoke Constituents of an 
Electrically Heated Cigarette Smoking System in Healthy Adult Smokers, Protocol No. 466-04, Protocol 
dated May 2, 2002, Revised Protocol dated May 7, 2002, Protocol Amendment 1 dated May 24, 2002, 
Revised Protocol dated June 18, 2002, Accord, Owner’s Guide Pamphlet 

Dear Dr. Kisicki: 

On July 16, 2002, the MDS Pharma Services Institutional Review Board reviewed the following safety report: 
MedWatch Report dated July 9, 2002 

RE: A 27-year-old female who was in a motorcycle accident 


There was no action taken on this report. If you need additional information, please do not hesitate to contact 
me. 

Sincerely, 


Judy E. Carver, Secretary 
Institutional Review Board 


c: Hans-Juergen Roethig 

Philip Moms USA Research Center 
4201 Commerce Road 
Richmond, VA 23261-6583 
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Source: https://www.industrydocuments.ucsf.edu/docs/lqpx0001 



